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Introduction 


Pictures were taken and infomation gleened during 2011-12 by Colleen Anne MacLeod, 
wife of Paul Gordon MacLeod, who lives two doors away from this cemetery in the old (1850) 
Thomas Hammond house. 


Seeing many people enter the cemetery and wander around looking for the graves of family and 
loved ones, sometimes they were found, many times they were not, created the idea of making a 
way to locate graves by way of a grid. 


The love, tradgedy and history of Lance Cove is told in the writings. The design of the carv- 
ings and the ability of these remarkable headstones to withstand the weather for over a centuary 


makes a visit to this lovely little cemetery a moving and memorable time. 


Colleen Anne MacLeod 


North south rows running to the west 
from the entrance have a W as the 654321 M 
first letter in the location code and 


those to the east have an E. 4321 Lb 

Each North south row is identified = iK 

with a letter of the alphabet. 1d 

The rows are numbered from the 

north and progress to the south. 54321 | 
4321H 


987654321G Ww 


13121110987654321F 

10987654321E 

1615 1413121110987654321D 

2? 21201918 17 1615 1413121110987654321¢ 


Monument 2221 201918 17 161514 13121110987654321B 
a 2120191817 16151413121110987654321A 
7654321B 
987654321 
4321 D 
4321 
121110987654321F 
1110987654321G 
1413 121110987654321H 
211 
13121110987654321J 


54321K 
iL 


Entrance 


4321M 


Lance Cove 
Anglican Cemetery. 


Anglican Cemetery 
Lance Cove, Bell Island 
Newfoundland and Labrador 


Bennet, Emma 

Died 15 September 1904 age 23 years. 

Errected by daughter Mary Bickford 
(WJ1) 


Bickford, Charlotte 

Died 5 October 1953 age 71 years. 

Wife of Henry L. Bickford. 
(WG2) 
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Bickford, Dorothy Winifred 
Died 28 March 193? age 2.5 months. 
(WF5) 
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Bickford, Edward 
Died 1950 age 82 years. 
Born 1868. 
(WES) 
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Bickford, Edward James 

Died 27 December 1968 age 76 years. 

Husband of Violet Lily Bickford. 
(WL4) 
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Bickford, Emma 
Died 1973 age 87 years. 
Born 1886. 
Remembered by grandson Derrick. 
(WE6) 
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Bickford, Emma Jane 
Died 1 May 1962 age 89 years. 
Wife of Henry Thomas Bickford 
(WM2) 
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Bickford, Henry 
Died 1 August 1960 age 82 years. 
Husband of Charlotte Bickford. 
(WGI) 


Bickford, Henry Thomas 

Died 5th October 1941 age 76 years. 

Husband of Emma Jane Bickford. 
(WM3) 
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Bickford, John 
Died 1919 age 13 years. 
Born 1906. 
Remembered by grandson Derrick. 
(WE7) 


Bickford, Joseph 
Died 1969 age 74 years. 
Born 1895. 
Husband of Mary Ellen Bickford. 
(WMS) 


Bickford, Mark 
Drowned 6 July 1912 age 37 years. 
(WGS) 
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Bickford, Mary Ellen 
Died 1962 age 63 years. 
Born 1895. 

Wife of Joseph R. Bickford. 
(WM6) 


Bickford, Minnie 
Died 2 March 1912 age 35 years. 
Wife of Reuben James Bickford. 
(EG7) 
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Bickford, Minnie 
Died 28 January 1973 age 86 years. 
(WF1) 


avin (EVER 
I fir a é 
MINNIE BICKFORD ~ 
WHO FER EG Te jee 
Chip ee Wi 
hor ey itt 
Uy 


a” 
' 
‘ 

; 


if 


| 
4 


i 
: 
. 


; | 
ay tac 
iv “4 a 
EY ryyynn mei! riteia 


‘) Vind eenee rite 


* ~" . ei f ¥. ut 72 
al - 


Bickford, Renee Elizabeth 
Died 8 January 1945 age 2 years 11 months. 
(WI12) 


Bickford, Sophie 
Died 6 February, 1941 age 1 years. 
Born | April 1940. 
Daughter of Susie and James Bickford. 
(WI3) 
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Bickford, Violet Lily 
Died 18 Feb. 1948 age 61 years. 
Wife of Edward James Bickford. 


Bickford, William 
Died 4 June 1940 age 61 years. 
(WE2) 
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Bickford, Wilson 
Died 31 March 1943 age 8 years. 
Son of Clara and Frederick Bickford. 
(WG4) 


Bragg, Edward Victor 
Who was killed 2 August 1902, 18 months 
Child of Wm. and Pricilla Bragg, 
(WE10) 


Broken Stone 
Died ? age 10 years. 
(WG8) 


Brown, Andrea Doris. 

Died 14 January 1953 age 22 days. 
Born 23 December, 1952. 
Daughter of Enid & Gordon Brown. 
(EE2) 
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Brown, Arlene Jean. 

Died 24 December 1952 age 17 hours. 
Born 23 December, 1952. 
Daughter of Enid & Gordon Brown. 
(EE3) 
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Brown, Gordon, Newfoundland Regiment. 
Died 1982 age 60 years. 
Born 1922. 
(EF 1) 


Butt, Martha 
Died 21 February 1929 age 88 years. 
(WF3) 


Clemens, Agnes E. 

Died 10 November 1940 age 58 years. 
Drowned with her 14 year old daughter Mabel 
in a ferry disaster. 

(EG2) 
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Clemens, Emma Jane 
Died 27 March 1912 age 36 years. 
Wife of William Edward Clemens. 
(EG3) 


Clemens, Mabel 
Died 10 November 1940 age 14 years. 
Drowned with her mother Agnes E. Clemens 


in a ferry disaster. 
(EG2) 
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Clemens, Mary Ann 
Died 2 December 1917 age 72 years. 
Wife of William Thomas Clemans. 
(EG6) 


Clemens, Mildred 
Died 2 December 1943 age 82 years. 


Wife of Thomas Clemens. 
(EF8) 


Clemens, Sarah 
Died 3 February 1900 age 17? years & 5 months. 
Daughter of Mary Ann and William Clemens 
(EG4) 


Clemens, Thomas 
Died 19 June 1943 age 78 years. 
Husband of Mildred Clemens. 
(EF7) 


Clemens, William E. 
Died 13 August 1951 age 79 years. 
(EG1) 
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Clemens, William Thomas 
Died 20 July 1910. 
(E5G) 
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Clements, Florence 
Died 9 Decenber 1968 age 73 years. 
(A18) 


Clements, Joan Rowena. 
Died 17 March 1951 age 1 year. 
Born 23 March, 1950. 
Daughter of Rosie and Wendell Clements. 


Cooper, James 
Died 19 June 1882 age 77 years. 
Erected by daughter. 
(WK1) 


Hayden, Jane S. 

Died 23 March 1985 age 61. 

Born 13 February, 1924. 
(WB1) 
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Hayden, Victor P. 
Died 27 July, 1976 age 53. 
Born 22 April, 1923. 
(WB2) 


Hiscock, Catherine F. J. 
Died 11 June 1950 age 85 years. 
(A11) 
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Hiscock, Elizabeth 
Died 31 October 1874 age 61 years. 
(A13) 


Hiscock, Elsie 
Died 3 February 1895 age 8 years. 
Daughter of Catherine F. J. & James Hiscock. 
(A10) 


Hiscock, George 
Died 30 June 1901 age 77 years & 6 months. 
(A14) 
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Hiscock, George 
Died 31 December 1907 age 52 years. 
Husband of Harriet Sarah Hiscock. 
(A8) 


Hiscock, James A. 
Died 28 April 1918 age 68 years 6 months. 
(A12) 


Hiscock, Laura F. 
Died 13 January 1895 age 5 years. 
Daughter of Catherine F. J. and James Hiscock. 
(A10) 


Hiscock, Louisa. 
Died 1932 age 84 years. 


Born in 1848. 
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Hiscock, Margaret 
Died 24 March 1895 age 9 years. 
Daughter of Catherine F. J. & James Hiscock. 
(A10) 


Hiscock, Tho Heber 
Died 16 January 1912 age 15 years. 


Son of Harriet Sarah & George Hiscock. 
(A8) 


Hussey, Albert Edward 
Died 23 March 1901 age 6 years 10 months. 


Son of Susanna & William Hussey. 
(EH6) 


Hussey, John, Royal Navy WW1 
Died 1944 age 48 years. 
Born 1896. 

(EH7) 


Murphy, Sarah. 
Died 21 July 1956 age 61 years. 
Wife of Michael Murphy. 
(EC9) 


Parsons, Albert Edward 
Died 18 November, 1928 age 18 years, 10 months. 
Beloved son of Leonard and Julia Parsons 
(EH8) 


Parsons, Alexander, Private 
Royal Nfld. Regt. 
Died 24 August 1957 age 61 years. 
(WCl1) 


Parsons, Amy 
Died 22 November 1885 age 45 years. 
Wife of Joseph Parsons. 
(EJ6) 
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Parsons, Annie 
Died 19 June 1915 age 12 years. 
Child of Esther & Joseph Parsons 
(EK2) 
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Parsons, Clara 
Child of ??? & Leonard Parsons. 
(EI6) 


Parsons, Edith 
Died 1 Sept. 1949 age 73 years. 
Wife of John Parsons. 
(WL1) 
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Parsons, Edward 
Died 18 April 1897 age 80 years. 
(EK4) 


Parsons, Edward T. 
Died 4 September 1943 age 45 years. 
Husband of Lucy G. Parsons. 
(ED2) 


Effie May. 


Died 26 July 1929 age 4 months. 
Child of Mary & Benjamin Parsons. 
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Parsons 


(EJ7) 


Parsons, Elizabeth. 
Died 1965 age 82 years. 
(EF 11) 


Parsons, Emily. 
Died 13 March 1915 age 25 years & 6 months. 
Wife of George Parsons. 
(EIS) 
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Parsons, Emma 
Died 4 November? 1898 age 3 months. 
Child of Esther & Joseph Parsons. 
(EKS) 


Parsons, Emma Frances 
Died 1905 age, child. 
Child of Rose Ann & Richard? Parsons. 
(EJ8) 


Parsons, Esther 
Died 8 June 1971 age 96 years. 
Wife of Joseph Parsons 
(EM4) 
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Parsons, Ethel May 
Died 5 March 1912 age 4 years & 6 months. 
Child of Mary Ann & Jacob Parsons. 
(EJS) 
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Parsons, Ethel May 
Died 12 December 1916 age 10.5 months. 
Daughter of Harriet & William Parsons. 


(EJ6) 


Parsons, Frances 
Died 25 May 1951 age 79 years. 
Wife of Thomas Parsons. 
(ED3) 


um 


Parsons, George Hayward. 
Lost at sea. 
Died 1933 age 43 years. 
Born 1890. 
(EJ6) 
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Parsons, George Henry 
Died 1 October 1922 age 75 years. 
Husband of Mary Ann Parsons. 
(EI1) 


Parsons, Hanna 
Died 17 September 1927 age 25 years. 
Daughter of Mary Ann & Jacob Parsons. 
(EJ3) 
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Parsons, Hannah 
Died 18 February 1919 age 88 years. 
Wife of Edward Parsons. 
(EK3) 


Parsons, Jacob 

Died 19 April 1942 age 85 years. 

Husband of Mary Ann Parsons. 
(EJ2) 


Parsons, Jean 
Died 1931 age 31 years. 
Wife of Alexander Parsons. 
(WC2) 


Parsons, John 
Died 27th March 1950, age 79 years. 
(WL2) 
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Parsons, Joseph 
Died 8 August 1939 age 72 years. 
(EM3) 
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Parsons, Joseph G. 
Died 8 March 1940 age 62 years. 
Husband of Elizabeth Parsons. 
(ED6) 
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Parsons, Kenneth Melrose 
Lost his life while attending nets at sea. 
Died 14 December, 1933 age years. 
Husband of Elsie Parsons. 


Parsons, Maria Theresa 
Died 5 April, 1916 age 2 yrs. 
Child of Leonard and Julia Parsons. 
(EH9) 


Parsons, Mary Ann 
Died 4 March, 1912 age 6 years. 
Child of Mary Ann & Jacob Parsons. 
(EJ4) 
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Parsons, Mary Ann 
Died 20 November, 1944 age 82 years. 
Wife of Jacob Parsons. 
(EJ1) 


Parsons, Melrose 
Died 5 December, 1910 age 5 months. 
Child of Bessie & Walter Parsons. 
(EF9) 


Parsons, Minnie 
Died 19 June, 1915 age 12 years. 
Daughter of Fanny and Thomas Parsons, 
(EK1) 
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Parsons, Muriel Harriet 
Died 22 May, 1944 age lyear 9 months. 
Daughter of Wm. & Gladys Parsons 
(ED4) 
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Parsons, Revlyn Arthur 
Died 22 August, 1930 age 9 months. 
Son of Gladys & William Parsons. 
(EM2) 
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Parsons, Robert 


Drowned 4 July, 1942 age 15 years. 
(Al) 
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Parsons, Thomas 
Died 25 February, 1951 age 85 years. 
Husband of Frances Parsons. 
(ED4) 


Parsons, Walter 
Died at age 37. 


Husband of Elizabeth Parsons. Son of Mary Ann and George Henry Parsons 


(EF10) 


Parsons, Wylie 
Died 8 February, 1916 age 25 years. 
Son of Thomas & Theresa Parsons. 
(EH 13) 


Pippy, Phoebe 
Died Oct.1953 age 61 years. 
Born 20 Dec., 1891 
(WG6) 


Pitts, Corbett 
Died 1 September, 1931 age 62 years. 
Husband of Mary Pitts. 
Erected by son Peter Pitts 
(EB3) 
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Pitts, Mary 
Died 15? November, 1942 age 72 years. 
Wife of Corbett Pitts. 
(EB2) 


Pottle, Stanley 
Died December 6, 1910 age 15 years. 
Errected by Joseph Parsons. 
(EM1) 


Rees, Alfred 
Brother of Sybil and Angela. 
Son of Alfred & Mildred Rees. 
(WB1) 


Rees, Amelia Ann 
Wife of George Rees. 
(A6) 


Rees, Ananias W. 

Died 1965, 87 years. 
Born 1878. 
Husband of Gertrude M. Rees 
(WB7) 
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Rees, Angela 
Sister of Sybil and Alfred. 
Daughter of Alfred & Mildred Rees. 
(WB1) 


Rees, Annie 
Died 15th August,1881, 20 years 3 months. 
Daughter of Jane Elizabeth and George Rees 
(EC4) 
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Rees, Annie 
Died 29 December, 1936, 75 years. 
Wife of Edward Rees. 
(EC1) 


Rees, Anne 
Died 30 December, 1951, 67 years. 
Wife of Horatio Eugene Heber Rees. 
(A2) 
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Rees, Chelles 
Died Dec 18, 1975, 53 years. 
Born 9 April, 1922. 
(EI1) 
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Rees-Kennedy, Dianna M. Rose 
Died 17 August, 1993 age 41 years. 
Born July 16, 1952. 

(WH3) 
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Rees, Douglas H. 
Died 12 March, 2006, 75 years. 
Born 14 August, 1931. 
(EC4) 
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Rees, Drucilla 
Died April 19, 1932, 86 years. 
Wife of William Thomas Rees. 
(WD8) 
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Rees, Edgar 
Died of wounds October 16, 1918 
Monument 
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Rees, Edmund F. 
Died 6 April, 1941, 66 years. 
(WD7) 
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Rees, Edward 
Died December 13, 1933, 75 years 
Husband of Annie Rees 
(EC2) 


Rees, Edward Erickson 
Died November 5, 1910, 19 years 
Son of Katie and George Rees 
(EB1) 


Rees, Edward P. 
Died September 26, 1982, 78 years 
Husband of Susanna Rees 
(WD4) 


Rees, Eldred 
Died of wounds September 19th. 1918. 
Monument 
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Rees, Eldred 
Son of Belinda and Solomon Rees 
(AY) 


Rees, Eli 
Died 28 January, 1893, 53 years 


Husband of Frances Rees 
(EH1) 


Rees, Emma A. 
Died 1993, 99 years. 
Born in 1894 
Wife of Ralph Rees 
(EG9) 


Rees, Emmaleah 
Died 13 Dec?, 1902, 40 years 
Wite of Solomon Rees 
(EC6) 


Rees, Emma P. 
Died 31 July, 1946, 68 years 
Wife of William Rees 
(WBS) 


Rees, Ethel M. 
Died 8 May, 1888, 8 weeks. 
Daughter of Drucilla & William Rees. 
(WD11) 
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Rees, Fanny J., 
Died 1984 
Born 1886 
Wife of William A. Rees 
(WB1) 


Rees, Florence (nee Clements) 
Died 9 June, 1987, 94 years. 
Wife of George Eldred Rees. 

(EF2) 
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Rees, Florence Mary 
Died 10 April 1905, 8 months. 
Daughter of Martha and Alfred Rees. 
(WB8) 


Rees, Frances 
Died 20 October 1875, 25 years. 
Wife of Eli Rees. 
(WH2) 


Rees, Frederick 
Died 4 June 2001, 86 years. 
Born 19 September, 1915. 
Husband of Sadie Eunice Rees (Ludlow). 
(EG11) 


Rees, George 
Died 10 April,1910, 84 years. 
(EC3) 


Rees, George 
Died 1943, 83 years. 
Born 1859. 
Husabnd of Amelia Ann Rees. 
(WB8) 


“GEORGE: REES 
~BELOTED HUSBAND OF 
Ambul? ann 

859.1943 


GST | I" PERCE 


Rees, George 
Died March 1972, 70 years. 
Wife of Margaret A. Rees. 
(WIS) 
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Rees, George Eldred 
Died 2 August,1955, 73 years. 
Born 18 August, 1882. 


Husband of Florence Rees. 
(EF3) 
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Rees, Gertrude M. 
Died 1972, 78 years. 
Born 1884. 
Wife of Ananias Rees. 
(WB8) 
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Rees, Horatio Eugene Heber 
Died 10 Decenber, 1937, 62 years. 
Husband of Annie Rees. 
(A3) 
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Rees, Hubert 
Died 4 January, 1938, 27 years. 
Son of Emma and William Rees. 
(BW6) 


Rees, James Augustus 
Died 1954, 64 years. 
Born 1890. 
Husband of Mary Jane Rees. 
(WDS) 
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Rees, Jane Elizabeth 

Died 19 February, 1894, 68 years. 

Wife of George Rees. 
(EC4) 
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Rees, Jane Marcella 
Died 1903, 25 years. 
Daughter of Reuben James Rees 
(WC4) 
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Rees, Jane Sophia 
Died 3 January 1896, 80 years 5 months. 
Wife of William Rees. 
(WD 14) 


ei ce tag 
MELINA “Oe © oe md Wik: mS 


fornia R rES 
who 
PEPARTED Te1ts Lice 
Winn Was QSOs chm 
oe 
Geb °0 veaRsx SM 
sare ial BARD n agate ie avg ain 
PTE Cg Leave Ray ECA > 3 ij 
tien ee Fy 


on 


4h i 


Rees, John 
Died 21 February 1917, 15 years. 
Son of William T. & Mary Rees. 
(EG9) 


Rees, Julia May 
Sister of Winfield Rees 
Died October. 
(EB3) 


Rees, Katie 
Died 18 August, 1916, 56 years. 
Wife of George Rees & mother of Edward Ericson Rees 
(EB 1) 


Rees, Florence Mary 
Died 10 April, 1905, 8 months. 
Child of Alfred and Martha Rees 
(WB7) 
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Rees, Lance 
Died 9 November 1912, 4 years 2 months. 
Son of Maria and A. E. Rees. 
(WC3) 


Rees, Leonard 
Died 1931, 44 years. 
(WE8) 


Rees, Lila M. 
Died 1988, 103 years. 
Born 1885. 
Wife of Walter Rees 
(WM2) 
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Rees, Louisa 
Died 25 August 1924, 77 years. 
Wife of William Rees. 
(EFS) 


Rees, Margaret A. 
Died 1936, 20 years. 
Wife of George Rees 

(WIS) 
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Rees, Maria 
Died 21 April, 1942, 24 yrs. 
Born 1918. 
Wife of George Rees 
(WBS) 
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Rees, Mary Bennett 
3° years. 
(EBS) 


Martha 


Died 22 March, 1905, 33 years. 
Wife of Alfred Rees. 
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Rees, Mary Ellen 
Died 13 February 1925, 47 years. 
Wife of William Thomas Rees. 
(WG7) 


Rees, Mary Jane 
Died 1 January, 1951, 82 years. 
Erected by son Stephen Rees 
(WC6) 


Rees, Mary Jane 
Died 1980, 75 years. 
Born 1905. 

Wife of James Augustus. 
(WD6) 
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Rees, Maria May 
Died ?. 
(EB4) 


Rees, Neal H. A. 
Died 1996, 44 years. 
Plus children. 
(EE1) 
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Rees, Ralph 
Died 1964, 75 years. 
Born 1885. 
(EG10) 


Rees, Raymond 
Died 10 December 1935, 2 years. 
(WC8) 


Rees, Richard 
Died 23 January 1933, 21 years. 


Son of Amelia Anne and George Rees. 
(A4) 


Rees, Ronald 
Died 10 May 1953, 21 years 8 months. 
(WC8) 


Rees, Selina 
Died 11 January 1898, 48 years 9 months. 
Wife of Reuben James Rees 
(WCS) 


Rees, Sophia 
Died ? February 1893, 18 years. 
Daughter of William and Louisa Rees. 
(EF6) 


Rees, Sadie Eunice (Ludlow) 
Died 4 June 2008, 89 years. 
Born 18 September, 1919. 
Wife of Frederick Rees. 
(EG10) 
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Rees, Solomon 
Died 8 December 1935, 84 years. 
(EC7) 


Rees, Stephen 
Died 4 March 1943, 75 years. 
Husband of Mary Jane Rees. 
(WC7) 
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Rees, Susannah 
Died 12 September 1858, 1 yr 7 months. 
Daughter of Jane Sophia and William Rees. 
(ED 13) 


Rees, Susanna 
Died 22 October 1939, 33 years. 
Wife of Edward P. Rees. 
(WD3) 


Rees, Susannah 
Died 2 July 1904, 72 years. 
(WB8) 


Rees, Sybil 
Sister of Angela and Alfred. 
Daughter of Alfred & Mildred Rees. 
(WB1) 


Rees, Thomas 
Died 2 March 1940, 80 years. 
(W5C) 
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Rees, Violet Gwendoline 
Died 5 June 1901, 5 months. 
(EB6) 


Rees, Wallace 
Died 5 October, 1954, 57 years. 
(EC8) 


Rees, Walter 

Died 13 December 1951, 68 years. 

Husband of Lila M. Rees. 
(WM1) 
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Rees, William 
Died 11 May 1897, 86 years. 
Erected by son Reuben J. Rees 
(WD15) 
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Rees, William 
Died 22 January 1908, 86 hours. 


Son of Gertrude and Anonias Rees. 
(EF4) 


Rees, William 
Died 16 December 1925, 77 years. 
(EF4) 


Rees, William 
Died 12 October 1947, 76 years. 
(WB4) 


Rees, William A., 
Died 1950, 75 years. 
Born 1875 


Husband of Fanny J. Rees 
(WB2 ) 


Rees, William Eldred 
of the Royal Newfoundland Regement. 
Died 27 October 1918 of wounds. 
(Monument) 
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Rees, William H. 
Died 28 June 1890, 3 years and 8 months. 
Son of Drusilla and William Rees. 


(WD12) 


Rees, William Thomas 
Died 8 June 1900, 57 years and 7 months. 
(WD9) 
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Rees, Winfield 
Died 19 November 1954, 3 months. 
Brother of Julia May. 
(EB3) 


Stone, Edward 
Died 10 April 1933, 87 years. 
(EI 4) 


Weaver, Rev. William 
Died 26 June, 1890, 40 years. 
(EH14) 


R. I. P. Wooden Cross 
(WE8) 


Joy 


Leonard and Julia Parsons Family 


